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9108140275 NRC info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109030006 Responds to NRC 910727 Itr re violations noted in insp repts 50-266/91-13
& 50-301/91-13.Corrective actions:shift turnovers during outage periods will be re-
viewed for improvement.

FAY.C.W. Wisconsin Electric Power Co. 91/08/26. Document Control Branch (Docu-
ment Control Desk). 3pp. 58926:226-58926:228.

9109040150 Forwards safety insp rept 50-266/91-15 & 50-301/91-15 on 910701-
0818.No violations noted.

KNOP.R.C. Region 3 (Post 820201). 91/08/29. FAY.C.W. Wisconsin Electric Power
Co. 4pp. 58936:088-58936:111.

-9109040164 Insp repts 50-266/91-15 & 50-301/91-15 on 910701-0818.No violations
noted.Major areas inspected:plant operations, radiological controls,maint/surveillance
observations, emergency preparedness.security & engineering.
JACKIW.I.N. Region 3 (Post 820201). 91/08/27. 20pp. 58936:092-58936:111.

9109100258 Provides supplemental response to Generic Ltr 88-14,per Insp Repts 50-
266/90-20 & 50-301/90-20,which determined that util had not fully complied w/
890220 Itr re testing of safety- related pneumatically operated valves.
FAY.C.W. Wisconsin Electric Power Co. 91/09/05. Document Control Branch (Docu-
ment Control Desk). 5pp. 59082:357-59082:361.

9109190222 Responds to NRC 910816 Itr re violations noted in Insp Repts 50-266/91-
17 & 50-301/91-17.Corrective actions:all mods necessary to meet requirements of
10CFR50,App R Section III.L re remote shutdown equipment completed on 910531.
FAY.C.W. Wisconsin Electric Power Co. 91/09/13. Document Control Branch (Docu-
ment Control Desk). 5pp. 59165:243-59165:247.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109240220 Forwards insp rept 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited
violation noted.

GREGER.LR. Region 3 (Post 820201). 91/09/17. FAY.C.W. Wisconsin Electric Power
Co. 2pp. 59183:309-59183:312.

-9109240235 Insp repts 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited viola-
tion noted. Major areas insp:security program plans & audits.protected & vital area
physical barriers & detection & assessment aids.

MADEDA.TJ., CHRISTOFFER.G., CREEDJ.R. Region 3 (Post 820201). 91/09/16.
2pp. 59183:311-59183:312.

9109270101 Ack receipt of 910823 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-266/91-12 & 50-301/91-12.

NORELIUS.C.E. Region 3 (Post 820201). 91/09/23. FAY.C.W. Wisconsin Electric
Power Co. 1p. 59217:074-59217:074.

9109090045 Forwards amend 135 to license DPR-72.Amend allows one-time extension
of surveillance interval for performing channel calibration of certain instrument func-
tions.

SILVER.H. Project Directorate II-2. 91/08/27. BEARD.P.M. Florida Power Corp. (subs,
of Florida Progress Corp.). 2pp. 59049:078-59049:093.

.-9109090047 Amend 135 to license DPR-72,allowing one-time extension of surveillance
interval.
BERKOW.H.N. Project Directorate II-2. 91/08/27. 8pp. 59049:082-59049:089.

-9109090050 Safety evaluation supporting amend 135 to license DPR-72.

*  Office of Nuclear Reactor Regulation. Director (Post 870411). 91/08/27. 4pp.
59049:090-59049:093.

9109040502 Ack receipt of 910802 & 08 Itrs transmitting 2.206 petition by counsel for
former employee.Submittal of results of issues raised in petition delayed from 910831
to 910920.

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/08/29. Docu-
ment Control Branch (Document Control Desk). 1p. 59007:161-59007:161.

9109130244 Notification of 910919 meeting w/util in Rockville.MD to discuss current
issues at util.

SILVER.H. Project Directorate II-2. 91/09/11. BERKOW.H.N. Project Directorate II-2.
3pp. 59099:109-59099:111.

9109200023 Forwards amend 136 to license DPR-72 & safety evaluation. Amend
changes surveillance requirements of TS 4.4.5 to permit option of using B&W sleeving
process for SG tube repair.

SILVER.H. Project Directorate II-2. 91/09/11. BEARD.P.M. Florida Power Corp. (subs,
of Florida Progress Corp.). 3pp. 59155:309-59155:326.

-9109200026 Amend 136 to license DPR-72,changing surveillance requirements of TS
4.4.5 to permit option of using B&W sleeving process for SG tube repair.
BERKOW.H.N. Project Directorate II-2. 91/09/11. 13pp. 59155:312-59155:323.

-9109200031 Safety evaluation supporting amend 136 to license DPR-72.

*  Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/09/11. 3pp.
59155:324-59155:326.

9109240398 Forwards util submittal to EPA of request to treat surface condenser cool-
ing water of unit 3 w/Copper-Trol CU-1.

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/19. Docu-
ment Control Branch (Document Control Desk). 2pp. 59200:246-59200:247.

9109260028 Forwards Vols Mil of "Crystal River Unit 3 Simulator Initial Simulator Certifi-
cation."

BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/19. Office
of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 59222:087-59224:047.

-9109260030 Vols Mil of "Crystal River Unit 3 Simulator Initial Simulator Certification."
BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/18. 250pp.
59222:089-59224:047.

R. Periodic operating reports & related correspondence

9109030059 Forwards semiannual monitoring rept for period 910101-0630. Rept con-
tains info re plant releases.solid waste shipments, new & spent fuel shipments.environ
monitoring,circulating water sys operations & leak testing of other sources.
FAY.C.W. Wisconsin Electric Power Co. NRC-91-085. 91/08/23. DAVIS.A.B. Region 3
(Post 820201). 1p. 58927:017-58927:033.

-9109030064 "Semiannual Monitoring Rept for 910101-0630."
* Wisconsin Electric Power Co. 91/06/30. 16pp. 58927:018-58927:033.

9109130073 Monthly operating repts for Aug 1991 for Point Beach Nuclear Plant,Units 1
&2.W/910910 Itr.

PETERSON.D.C., FAY.C.W. Wisconsin Electric Power Co. 91/08/31. 9pp. 59107:120-
59107:128.
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F. Security, medical, emergency & fire protection plans

9109030040 Rev 18 to VP-580, "Plant Safety Verification Procedure."
MARSHALL.W. Florida Power Corp. (subs, of Florida Progress Corp.). 91/08/23.
17pp. 58926:329-58926:345.

9109100077 Forwards insp rept 50-302/91-16 on 910805-09.NO violations or deviations
noted.

CLINE.W.E. Region 2 (Post 820201). 91/08/27. BEARD.P.M. Florida Power Corp.
(subs, of Florida Progress Corp.). 3pp. 59022:068-59022:071.

-9109100085 Partially withheld insp rept 50-302/91-16 on 910805-09 (ref
10CFR73.21).No violations or deviations noted.Major areas inspectedrphysical security
program for power reactors.

MASNYKAM., MCGUIRE.D.R. Region 2 (Post 820201). 91/08/26. 1p. 59022:071-
59022:071,

9109230167 Revised EPIPs,including Rev 3 to AR-971,Rev 15 to AR-403, Rev 7 to EM-
201,Rev 16 to EM-205,Rev 6 to EM-218 & Rev 5 to VP-540.

MARSHALL,W. Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/05.
55pp. 59188:342-59189:035.

P. Operating license stage documents & correspondence

9109100293 Requests review of encl allegation RII-91-A-102 summary & findings for-
warded to NRC within 45 days of receipt of Itr. Encl withheld (ref 10CFR2.790).
MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/02. BEARD.P.M. Florida Power
Corp. (subs, of Florida Progress Corp.). 3pp. 59023:029-59023:031.

9109050070 Responds to 910725 Itr re LD Putney 910625 request that NRC institute
proceeding to suspend or revoke util license for facility or take appropriate actions.
TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/23. MACK.C.
Senate. 2pp. 59009:203-59009:218.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109100077 Forwards insp rept 50-302/91-16 on 910805-09.No violations or deviations
noted.

CLINE.W.E. Region 2 (Post 820201). 91/08/27. BEARD.P.M. Florida Power Corp.
(subs, of Florida Progress Corp.). 3pp. 59022:068-59022:071.

-9109100085 Partially withheld insp rept 50-302/91-16 on 910805-09 (ref
lOCFR73.21).No violations or deviations noted.Major areas inspected:physical security
program for power reactors.

MASNYK.O.M., MCGUIRE.D.R. Region 2 (Post 820201). 91/08/26. 1p. 59022:071-
59022:071.

9109110099 Forwards three drawings to be placed under TAC 79296 to support ISI
relief requests 90-020,90-050 & 90-060.

MILLER.D. NRC - No Detailed Affiliation Given. 91/09/06. NRC - No Detailed Affili-
ation Given. 3pp. 59072:136-59072:139.

9109180205 Forwards SE containing findings concerning plant relief requests 90-
020,050 & 060 for second 10 yr insp interval.

BERKOW.H.N. Project Directorate II-2. 91/09/13. BEARD.P.M. Florida Power Corp.
(subs, of Florida Progress Corp.). 3pp. 59139:067-59139:074.

-9109180209 Safety evaluation supporting findings re plant relief requests 90-020,050 &
060 for second 10 yr insp interval.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 5pp.
59139:070-59139:074.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109260211 Forwards revised response addressing question corrected by NRC re facili-
ty second 10-yr interval inservice insp program.

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/19. Docu-
ment Control Branch (Document Control Desk). 2pp. 59221:279-59221:280.4.16 KV GE Switchgear." Svc list encl.
